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THE BESssLER DisAPPEARING STAIRWAY Co. 
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EXPOSITION 1926 


Model 97 © 


weight stairway. Panel 
is 1” thick, 2’ 6” wide 
and the shortest length is 
5’ 10". This model can be 
furnished in all standard sizes. 

The price of a stairway of this 
kind with pine panel is $97 for 
sizes up to and including 9’ 1” 
from floor to floor. By installing 
one of these stairways it will enable 
you to add another room or two to 
your home at very little extra cost. This 
added space will increase the value $1000 

or more. The Bessler will take the place 

of asalesman. In a great many cases by the 

use of the attic with a Bessler Stairway it 
will close the sale of a home, for the reason that 
you have put the upper story into use without 
sacrificing any space in the room below. 


GUARANTEE: 


Use any of our models for 
six months and if not 
satisfactory return the 
stairway to us at our ex- 
. pense. ll prices are 
F.O. B. Akron, O., and | 
subject to change with- 
out notice. 


When closed all that is visible | 
below is a neat panel in the ceiling. 


This stairway has an 
opening 2’ wide by 
i 5’ 6” and 6’ long and 
can be furnished in 
sizes up to and includ- 
ing 9’ 7” from floor 
to floor. Price $29.50. 
Panel is hinged to 
the side of opening 
and the advantage of 
‘ having it hinged in 
this manner is that it 
Saas gives more space if 
\ stairway is installed 
Cina hall, when stair is 
\ % ) down ready for use. 


\ 


It has a spring drum 
underneath the top 
step which pulls 
stairway up into the 
opening. 


~~ >“Phis model has a 
2’ 6” wide open- 
ing by 5’ 6” and 
6’ long. Can be 
furnished in sizes 
up to.and includ- 
ing 10’ 7” from 

floor to floor. Price $60. The 

Bessler Stairway can be used 

as a ventilator by letting the 
panel part way down from 
the ceiling, and yet you 
can have the use of the 
space underneath. 
Shipment of all 
wood models can be 
made same day 
order is received. 


Model 60 


and have a trifle steeper run. 


‘ings where 
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Model 50 has a spring 
drum on each side of 
stairway and panel is 
hinged at the end, and 
stair slides over the 
panel on rollers. Size 
of finished opening is 
2’0"”x5’' 6” and 6’, 
Can be furnished in 
sizes up to and in- 
cluding 10’ 7” from 
floor to floor. Price 
with pine panel $50. 
Hardwood panels on 
all models $3.00 extra, 
All stairways are , 
shipped in cartons | 
making them dust- 
proof. This also cuts 
down cost of freight. 


Model 300 is” j a PEE: 
made from All-  « hill | 

Steel and has 
been designed 
to be used in 
fireproof build- 


every hazard must be elimi- 
nated and every possible fea- 
ture of safety must be pro- 
vided. Prices from $300 
up. Made in all standard 
sizes. When ordering 
any of the. above 
models please give 
exact floor to floor 
measurement and 
model number. 
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VISUALETTER U. S. PATENT 1600323 
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Classification 


35-N-9 


This model is a wall 
stairway, ideal for a 
clothes closet. When 
not in use, the stair 
stringers will stand 
upright against the 
wall, bearing their 
weight on the floor 
below. There can be 
a recess made the 
thickness of the four- 
inch studding to al- 
low the stair stringers 


to be flush with the inside plas- 
ter, or, it can be placed on the 
outside of the wall if desired. 
The stairs can be drawn away 
from the wall ready to ascend 
while the panel is closed. With 
the assistance of the operator, 
the panel can be raised when 
ascending and lowered when 
descending, It does not take up any 
more room than a hat or coat and yet 
you have added another story to that 


home at a cost as low as $15. The 


panel can be placed on either side of 
opening. The stairway has a hand rail 
on both stair stringers. This model 
does not take up any space on the 


floor in the room above. 


Price $15.00 


The Lowest - Priced, Space - Saving Stairway — 
in the World. It Is a Stairway, Not a Ladder. - 


Floor 
to 
Floor 


7 ft. 7 in. 
8 ft. 1 in. 
8 ft. 7 in. 
9 ft. 1 in. 


Average shipping weight 50 pounds. 


| 


Copyright, 1931 


Finished Opening in Ceiling 
2 ft. x 3 ft. 414 in. 


Finished Opening in Wall 
1 ft. 6 in. wide 


ms 


Model 15 


Akron, Ohio 
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The Bessler Disappearing Stairway Co. 


This stairway is one of 
our latest improved 
models, The panel is 
hinged on the side for 
the purpose of giving 
more room in a hall. 
By installing the stair- 
| way close to the wall 
where panel is hinged, 
it allows space to pass between 
wall and stair stringers on op- 
posite side. It can be used 
where space is limited. When 
opening panel, the stair string- 
ers will follow after it. Stair- 
way can be operated from 
above as well as from below. 
This model is only furnished in sizes 
up to 9 feet 7 inches from floor to 
floor. Any of these models will repre- 


This stairway panel 

is hinged on the 

end which helps to 

support the stair 

stringers. It has 

two spring drums at the 
head of the landing. It 
can be operated from 
above as easily as from 
below. This model is 
furnished in sizes up to 
10 feet 7 inches from floor to floor. 
In 50% of the homes that are in 
use, whether it is your own or one 
you have rented, you regret to see 
summer come on account of the 
heat that accumulates in the attic, 
and your thoughts are: “How can 
: carries it into ceiling and the I overcome this?” By properly ven- 
sent a salesman and help you'to dis- panel closes after it. The panel is ] tilating the attic, you can have 
800d + oe eee held in an open position by a S just as pleasant sleeping rooms as 
ave a bungalow or a two story, you jointed arm and in a closed posi- 


f : if you were along the beach, by 
have added extra room by using a tion with coil springs. This model M d l 39 the use of a Bessler, which is a Model 5 0 
Model 29 ode 


Bessler, making it one of the biggest is only made in sizes up to 9 feet ventilator as well as a stairway. 


Model 39 is very 
similar to Model 29 
in operation and 
construction except 
that it is made for a 
2 foot 6 inch wide 
finished opening. The illustration 
shows the stairway in half way 
position. From this point, the stair 
is slid down through guides at- 
tached to metal frame. When it is 
desired to close stairway, slide it 
back through the guides to a point 
where it is automatically locked 
and from there the counter-balance 


selling features about the home. 7i 
. inches from floor to floor. ° 
: Price $50.00 
Price 29 50 Price $39.00 Radius from 
e Hinged End From Front 
Radius from to Free Wall Edge of 
Radiation: Hinged End From Front or Rafters. Stair Stringers 
Hinged End Recension to Free Wall Edge of The Differ- to Landing 
to Free Wall Edce of or Rafters. Stair Stringers Floor ence Plumb Up When Stair 
oe Ratios Stair Surin aie The Differ- to Landing to is 2” Less is Down on Finished 
The Differ- ee Lea din nf Floor ence Plumb Up When Stair Floor on Each Foot Floor Opening 
Floor ence Plumb Up When Star me is Pens is Down on Finished 7 ft. 7 in. 3 ft. 11 in. 5 ft. 6in 2 ft. x 5 ft. 6 in. 
to is 2” Less is Down-on Finished loor on Each Foot Floor Opening 8 ft. 1 in. 4 ft. 6 in. 5 ft. 10 in. 2 ft. x 5 ft. 6 in. 
Floor on Each Foot Floor Opening Z = cag ; 4 ; 3 in, : = ; : in, 2 bg : in. x 5 - 6 in, 8 hy 7 in. 5 = lin. 6 = lin 2 & 5 ty = 6 in, 
: : F 3 t. Lin. it. 10 in. t. 10 in. 2 ft. 6 in. x 5 ft. 6 in. 9 ft. 1 in. 5 ft. 8 in. 6 ft. 6 in 2 ft. x 5 ft. 6 in. 
8 ah og po esos Pe ip Sete. eee 5 ft. 2in. 6 ft. Lin, 2ft.6in.x5ft.6in. 9 ft. 7in, 5 ft. 9in. 6 ft. 10 in, 2ftx6 ft. 
as i. ae eee a 5 ft. 6 in. 6 ft. 6 in. 2 ft. 6 in. x 6 ft. 10 ft. 1 in 6 ft. 5 in 7 ft. Lin, 2 ft. x 6 ft. 
9 ft Lin. 5 ft ci 64s. Chas 2 ft.x6 ft. 9 ft. 7 in. 5 ft. 9in. 6 ft. 10 in. 2 ft. 6 in. x 6 ft. 10 ft. 7 in. 7 ft. Oin 7 ft. Sin, 2 ft. x 6 ft. 
~ 7 in, 5 ft. 9in. 6 ft. 10 in. 2 ft. x 6 ft. PoRee * Pie . 
Average shipping weight 85 pounds. Average shipping weight 90 pounds. 
Average shipping weight 80 pounds. +48 = 
For floor to floor heights up to and including 3 inches over those shown, the same measure- Oak, Birch, Gum or Chestnu 
+H Tee ks Se apply. If over 3 inches, take the next size. Stringers, treads, hand rail and upper $5.00 extra. Prices are for ei 
GUARANTEE: USE ANY OF OUR MODELS F side of panel are stained. The under side of panel is not stained so it can be finished to match Oak or Birch panel $5.00 e 
OR SIX the woodwork in the hall or room where it is installed. without notice. We do not f 


MONTHS, AND IF NOT SATISFACTORY, RETURN THE 


STAIRWAY TO US AT OUR EXPENSE. _ ORDER BY MODEL NUMBER AND GIVE FLOOR TO 


| Se ee eee ee saa De. 


The operation 
and construction 
of this model is 
similar to our 
Model 50 except 
that Model 60 is 
made for a 2 foot 6 inch 
wide finished opening. 
It is made in standard 
sizes up to 10 feet 7 
inches from floor to 
floor. The panels on all 
our ceiling type models 
can be installed so they are flush 
with plaster regardless how wide 
the ceiling joists are. When plan- 
ning your home, you can make it 
more modern, convenient and com- 
fortable by making use of every 
square foot of floor space. By in- 
stalling a Bessler you will add an- 
other story at low cost without tak- 
ing up any space in the room 
below. Bessler Disappearing Stair- 
ways have been on the market for 
more than a quarter of a century, 
therefore, we are the pioneer man- 
ufacturers of this space saving 
product. 


Radius from 


Hinged End From Front 
to Free Wall Edge of 
or Rafters. Stair Stringers 
The Differ- to Landing 
Floor ence Plumb Up When Stair 
to is 2” Less is Down on 
Floor on Each Foot Floor 
7 ft. 7 in. 3 ft. 11 in. 5 ft. ss 
8 ft. 1 in. 4 ft. 6in. 5 ft. 10 in. 
8 ft. 7 in. 5 ft. lin 6 ft i 
9 ft. Lin 5 ft. 8in 6 ft. 
9 ft. 7 in 5 ft. 9in. 6 ft. 10 in 
10 ft. 1 in 6 ft. Sin 7 ft. 
10 ft. 7 in, 7 ft. Oin, 7 ft. 


Average shipping weight 95 pounds. 


Model 60 
Price $60.00 


NNNNKNN 
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t panel $3.00 extra. Sizes above 10 feet 7 inches hardwood panel 
ther one or two panel doors. Flush Pine panel $3.00 extra. Flush 
itra. All prices are F. O. B. Akron, Ohio, and subject to change 
rnish trim for finishing the openings on any models, 


7LOOR MEASUREMENT 


This stairway is 
made of heavier 
material through- 
out and can be 
furnished for any 
height, for that 
reason is built 
stronger. It has two spring 
drums and two spring barrels. 
One operates the panel and the 
other the stair stringers. Panel 
is 11g inch thick and 2 feet 6 inches 
wide; the length varies according to 
the height. 


Radius from 
Hinged End ‘From Front 


to se Wall ‘ tig of M d 1 97 
or Rafters. tair Strin 
The Differ- 1 og O e 


to Landing 

Floor ence Plumb Up When Stair 

to is 24,” Less is Down on 
Floor on Each Foot Floor Finished Opening Price 
7 ft. 7 in 4 ft. Sin 6 ft. 4 in. 2 ft.6in.x 5 ft.10in. $ 97 
8 ft. 1 in, 4 ft. 11 in. 6 ft. 8in 2 ft. 6in.x 5 ft. 10 in. 97 
8 ft. 7 in, 5 ft. 6in 7 ft. lin 2 ft.6in.x 5 ft. 10 in. 97 
9 ft. 1 in. 5 ft. 8in 7 ft. Sin, 2 ft.6in.x 6 ft. Oin. 97 
9 ft. 7 in 6 ft. lin 7 ft. 10 in 2 ft.6in.x 6 ft. 4in 99 
10 ft. 1 in 6 ft. 6in 8 ft. 3 in 2 ft.6in.x 6 ft. Sin. 99 
10 ft. 7 in 6 ft. 11 in. 8 ft. 7in 2 ft.6in.x 6 ft. 11 in. 99 
11 ft. 1 in 7 ft. lin 8ft.1llin. 2ft.6in.x 7 ft. 3in, 105 
11 ft. 7 in 7 ft. 6in 9 ft. 4in 2 ft.6in.x 7 ft. 6in 105 
12 ft. 1 in 7 ft. 10 in 9 ft. 9 in 2ft.6in.x 7 ft. Yin. 105 
12 ft. 7 in 8 ft. Lin 10 ft. Lin 2 ft.6in.x 8 ft. lin 105 
13 ft. Lin 8 ft. 4 in. 10 ft. 6in 2 ft.6in.x 8 ft. 4in. 112 
13 ft. 7 in 8 ft. 8in 10 ft. 10 in 2 ft.6in.x 8ft. 8in. 112 
14 ft. 1 in 8 ft. 11 in 11 ft. 3 in 2 ft.6in.x 9 ft. Oin. 112 
14 ft. 7 in. 9 ft. 3in 11 ft. 7in 2 ft.6in.x 9 ft. 3 in. 120 
15 ft. Lin 9 ft. 7in 12 ft. Oin 2 ft.6in.x 9 ft. 6in 120 
15 ft. 7 in, 9ft.10in. 12ft. 4in. 2 ft.6in.x 9 ft. 9in 120 
16 ft. 1 in, 10 ft. 2 in. 12 ft. 9 in. 2 ft. 6 in. x 10 ft. Lin 135 
16 ft. 7 in. 10 ft. 6 in. 13 ft. Lin. 2 ft. 6 in. x 10 ft. Sin. 135 


Average shipping weight 170 pounds. 
Sa SS SS 


STAIRWAYS ARE SHIPPED IN DUSTPROOF CARTONS 
WHICH LOWER FREIGHT COSTS AND ASSURES THE 
CUSTOMER THAT THE STAIRWAY WILL BE RE- 
CEIVED IN THE VERY BEST CONDITION. 


Model No. 
300 is an all 
steel stairway 
for fire - proof 
buildings 
where every hazard must 
be eliminated and every 
possible feature of safety 
provided. Made to fit a 
2 foot 6 inch wide fin- 
ished opening. Length of 
opening varies according to size of 
stairway. When placing order give 
exact floor to floor measurement 
and thickness from top of floor to 
under side of ceiling. Hand rail is 
placed on right side unless ordered 
for left side. 


Radius from From Front 


Hinged End Edge of Stair 
to Free Wall Stringers to 


Floor or Rafters Landing when 
to including Stair is 
Floor Hand Rail Down on Floor 
7 ft. 7 in. 4 ft. 10 in, 6 ft. 4 in, 
8 ft. Lin. 5 ft. 3 in. 6 ft. 8in. 
8 ft. 7 in. 5 ft. 10 in. 7 ft. Lin. 
9 ft. 1 in. 6 ft. Oin 7 ft. Sin 
9 ft. 7 in 6 ft. Sin 7 ft. 10 in 
10 ft. 1 in 6 ft. 10 in 8 ft. 3in 
10 ft. 7 in 7 ft. 3in 8 ft. 7in 
11 ft. 1 in 7 ite Se, 8 ft. 11 in 
11 ft. 7 in 7 ft. 10 in 9 ft. 4in 
12 ft. Lin 8 ft. 2 in. 9 ft. 9in 
12 ft. 7 in. 8 ft. Sin 10 ft. lin 
13 ft. Lin 8 ft. 8in 10 ft. 6in 
13 ft. 7 in 9 ft. Oin 10 ft. 10 in 
14 ft. 1 in 9 ft, 3in 11 ft. 3in 
14 ft. 7 in 9 ft. 7in 11 ft. 7in 
15 ft. Lin 9 ft. 11 in 12 ft. Oin 
15 ft. 7 in 10 ft. 2 in. 12 ft. 4 in. 
16 ft. 1 in. 10 ft. 6 in. 12 ft. 9 in. 
16 ft. 7 in. 10 ft.10in. 13 ft. lin. 


NNNNNNNNNNNKNNNNNNNNN 
bts bts bis bos bos bon Bas nas gs se bs as BS Bap Ss ay baw 
PRPS PPP PPP PPR PPPS 


x 
x 
x 
x 
x 
x 
x 
x 
x 
in, x 
x 
x 
x 
x 
x 
x 
is 
xX 


xX 


Model 300 


Finished Opening Price 


5 ft.10in. $300 
5 ft. 10 in. 300 
5 ft. 10 in. 300 
Of, Oin.- 325 


Average shipping weight 600 pounds. 


+48 


The Bessler Disappearing Stairway Co. 


Akron, Ohio 
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THE BESSLER DISAPPEARING STAIRWAY CO. 
AKRON, OHIO 


BESSLER DISAPPEARING STAIRWAY IN WOOD AND STEEL 


Bessler Wood Disappearing Attic Stairway 

The Bessler disappearing attic stairway is a substantial, 
sightly and practical flight of stairs for one or two-story resi- 
dences and other types of buildings, providing proper stair 
access to an upper floor when desired, and leaving clear the 
floor space ordinarily occupied by stairs when that is wanted. 
While not in use, the stair folds into the ceiling out of the way. 

The treads are properly secured to heavy string pieces with 
open risers. The hand rail is strong, practical and attractive. 
At the top the stairs are attached to the end trimmer of an 
opening in the ceiling of the room or hall where the stairs are 
to be located. The mechanism and operation are very simple. 
To use the stairway a slight pull on a chain brings it into 


position, with very slight assistance from the operator. Metal 
parts are all made of pressed steel. 

The panel is the only part visible when the stairway is closed, 
and this is flush with the ceiling line. There is no possibility 
of it coming down unassisted. 

All models shown below can be furnished with either pine, 
oak, birch, gum or chestnut doors with one or two panels, 
also with flush laminated panel in pine, oak or birch. 

Prices and literature furnished on request. 

The Bessler disappearing stairway is guaranteed to last as 
long as the life of the building. 

You can have the use of the Bessler for one month, and if it 
does not prove to be satisfactory, return it to us at our expense. 


Specifications Wood Attic Stairway 


Model 97 
Stairway to be 
mounted on _ panel 
to slide on _ rollers. 
Panel to have adjustable 
hinges permitting edge to 
come to bottom of plaster. 
Hand rail for right or left 
side. One equalizing bar is to 
be on each side of the stairway. 
Double-acting spring barrel and 
spring drum on each side of 
the stair panel. The weight of 
the stair-stringers to bear down on 
the shaft which is attached to end 
trimmer, Adjustable cable clamps 
bearing against brackets attached to 
jambs 


Stairway to be 
mounted on panel 

to slide in guides. 
Hinges to-be suitable 
so panel can be in- 
stalled with edge flush 
with bottom of plaster 
if desired. Hand rail 
for right or left side. 
Sprin drum on each 
side of the stair panel at 
the hinged end. The weight 

of the stair-stringers to bear 
down on the guides which are 
attached to the hinged end of 


frame. 

Note: This model is 
made for _ floor to floor 
heights up to 10 ft. 7 in. only, 
and for finished openings 2 ft. 
wide 


Model 39 

This stairway is same style 
and made in same. sizes as 
Model 29 illustrated at left except 
it is made for a 2 ft. 6 in. wide 
finished opening 


Model 29 
Stairway to be mounted on frame to 
slide through guides, Panel to be 
hinged on right or left side. (Mention 
which side panel is to be on so the 
proper operating parts can be furnished.) 
Hinges to be suitable so panel can 
be installed with edge flush with plaster. 
Spring drum attached to metal frame under- 
neath stairway. A jointed arm for holding 
panel oe. and two coil springs for clos- 
ing panel. Made in sizes up to 9 ft. 7 in, 
ane to floor and for finished opening 2 ft. 
wide 


Model 60 
Stairway to be 
mounted on panel 
to slide in guides. 
Hinges to be suitable 
so panel can be installed 
with edge flush with bot- 
tom of plaster if desired. 
Hand rail for right or left 
side, Spring drum on each 
side of the stair panel at 
the hinged end. The weight 
of the stair-stringers to bear 
down on the guides which are 
attached to the hinged end of 
frame. 
Note: This model is made for 
floor to floor heights up to 10 ft. 7 
in. only, and for Gasahed openings 
2 ft. 6 in, wide 


THE BESSLER DISAPPEARING STAIRWAY CO. Ca2ts 5 


Key for Model 97 


a—Spring barrels 
b—Cable holders 

c—Equalizing bars 
d—Pulley brackets 


: ——— 
e—Stair panel i WS 

f—Lugs % YS IN 
x—Trimmer Panel closes openg\ \X 


2 Operating 
ps ain 


Stairway Partly Down on Panel 


Stairway in Position for Use 
Width of finished opening should be 
pore as given in the ‘table, aap clear- 
ance for panel has been allowed. 


Note: Jambs to extend full depth of 
opening as shown, 


Section Through Stair Opening 


DIMENSIONS FOR VARIOUS FLOOR TO FLOOR HEIGHTS 


eae floor to |B—Width of finished opening 
00 


G2 Deheth eicnnrched: open: D—Dimension from upper | E—Distance from front edge 
between jambs 


“ : end of stair stringer of stair stringer to 
ing between jambs to point “P” finished jamb 


Model 29 


Rots THE BESSLER DISAPPEARING STAIRWAY CO. 


Bessler All-steel Disappearing Stairway, Model 300 Specifications All-steel Stairway 
The all-steel stairway is fireproof and burglarproof, and is Stairway to be all-steel mounted on panel to slide on rollers. 
suitable for use where every hazard must be eliminated and Panel to have adjustable hinges permitting edge to come to 
every possible feature of safety must be provided. bottom of ceiling. Hand rail for right or left side. One equal- 


izing bar is to be on each side of the stairway. Four spring 
drums, two operate the panel and the other two the stair- 
stringers. The weight of the stair-stringers to bear down on 
the shaft which is attached to end trimmer. Adjustable cable 
clamps bearing against brackets attached to jambs. 


Model 300 


It will last as long as the 
building in which it is in- 
stalled. 

Bessler stairways are in use in 
thousands of homes and apart- 
ments. Architects everywhere are 
highly endorsing the all-steel 
model. 

Every space-saving and room-making 
feature that has made Bessler stairways 
famous is present in the all-steel type. 

Bessler all-steel disappearing stairways are 
made in standard sizes according to the table 
shown below. 

Send us plans and we will submit estimates. 


DIMENSIONS OF THE BESSLER ALL-STEEL MODEL 300 


Finished Radius from Radius from iohedye or 
Floor to opening hinged end to hinged end to stair-stringers 
floor hetienn free wall free rafters to landing 

height jambs including including when stair is 

hand rail hand rail down on floor 
i hie ise 2'6” x 5/10” 4 pd 4/10” 6’ 4” 
R17 2'6” x 5/10” if gr 5! aC 6’ 8” 
3'7" 2'6" x 510” 5’10” 5’ 8” y isn Wd 
gy | Zone oor | Gor 510" 7 5 

x 
10’1” Vas x 6’ Rg” 6/10” 6’ 6” 8! i 
10'7” 2'6” x G11? 7' aH, 6/10” g’ he 
wi" 26" 7a 73" 611” 811” 
ee ae x r &; 7'10" ‘i a ’ oe 
nyu new x ro” Q’ or ” r ol 
Toot 2'6” x PY 1” 9’ 5” Mi ad 10’ sad 
TH’ 2'6" x 8 4” 8! 8” Beda ke 10’ 6" 
1377 26" x 8 38" 9’ 0” S38" 10'10” 
14'1" 2'6" x 9' 0” g' 3" Rg 5” 11’ 3”- 

14'7” 26" x 9! 3” 97-7” 8’ 8” 11’ 7” 
15'1” 26" x 9’ 6" 0/11” 811” 12” 0” 
15'7” 26" x 9" 9” 10’ 2” 9 2” 12’ 4” 
16'1” 2'6"” x 10’ 1” 10’ 6” 9° 5” 12’ 9” 
16'7” PAM Mats 10’10” 9’ 8” 13’ 17 


